110    DOCKETED ITEMS

9109100241 Submits revised,proposed change to Tech Spec 3.1.3.1 & associated
bases re movable control assemblies.per guidance agreed upon at 910724 meeting
w/NRC.Changes permit operation for 72 h w/one or more assembly inoperable.
FISICARO.JJ. Entergy Operations, Inc. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 3pp. 59083:142-59083:149.

-9109100244 Proposed.revised Tech Spec 3/4.1.3 re movable control assemblies.

*  Entergy Operations, Inc. 91/08/30. 5pp. 59083:145-59083:149.

9109100157 Ack granting of temporary waiver of compliance from provision of Tech
Spec LCO 3.0.3,3.3,3.4 & 3.5.

BEACH.A.B. Region 4 (Post 820201). 91/09/04. CARNS.N.S. Entergy Operations, Inc.
3pp. 59022:258-59022:260.

9109180015 Notification of significant licensee meeting w/util on 910924 to discuss fa-
cility performance.

BEACH.A.B. Region 4 (Post 820201). 91/09/09. Region 4 (Post 820201). 2pp.
59117:046-59117:047.

9109200350 Forwards amends 151 & 123 to licenses DPR-51 & NPF-6, respectively &
safety evaluation.Amends revise TS by adding requirements for addl ICC Instrumenta-
tion.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 91/09/09. CARNS.N.S. En-
tergy Operations, Inc. 3pp. 59164:040-59164:069.

-9109200353 Amends 151 & 123 to licenses DPR-51 & NPF-6,respectively, adding re-
quirements for addl inadequate core cooling Instrumentation to TS.
GRAMM.R.A. Project Directorate IV-1. 91/09/09. 22pp. 59164:043-59164:064.

-9109200355 Safety evaluation supporting amends 151 & 123 to licenses DPR-51 &
NPF-6,respective!y.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 5pp.
59164:065-59164:069.

9109180013 Informs that on 910903 U Collan assumed duties of Director of Div of Ra-
diation Safety & Safeguards,S Collins becomes Director, Div of Reactor Safety & AB
Beach becomes Director of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. CARNS.N.S. Entergy Operations,
Inc. 3pp. 59117:043-59117:045.

9109180218 Forwards amend 124 to license NPF-6 & safety evaluation. Amend revises
pressure-temp limits in facility TS Section 3.4 & associated bases for
heatup,cooldown,leak test & criticality of RCS for 21 EFPY.

PETERSON,S.R. Project Directorate IV-1. 91/09/10. CARNS.N.S. Entergy Operations,
Inc. 3pp. 59134:163-59134:183.

-9109180223 Amend 124 to license NPF-6,revises pressure-temp limits in facility TS
Section 3.4 & associated bases for heatup, cooldown.leak test & criticality of RCS for
21 effective full power years.
QUAY.T.R. Project Directorate IV-1. 91/09/10.14pp. 59134:166-59134:179.

-9109180227 Safety evaluation supporting amend 124 to license NPF-6.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/10. 3pp.
59134:180-59134:183.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109040131 Ack receipt of 910812 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-313/91-15 & 50-368/91-15 on 910709.
COLLINS.SJ. Region 4 (Post 820201). 91/08/28. CARNS.N.S. Entergy Operations,
Inc. 3pp. 58936:056-58936:063.

9109100075 Forwards insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802.No
violations or deviations noted.

COLLINS.SJ. Region 4 (Post 820201). 91/08/29. CARNS.N.S. Entergy Operations.
Inc. 4pp. 59021:151-59021:162.

-9109100083 Insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802.No violations
or deviations noted.Major areas inspected: licensee liquid & gaseous waste mgt pro-
grams including organization & mgt control.
MURRAY.B. Region 4 (Post 820201). 91/08/27. 8pp. 59021:155-59021:162.

9109130196 Forwards Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-081 S.Viola-
tion noted but not cited re failure to conduct required hydrostatic testing following re-
placement of Unit 1 Check Valve DH-96.

BEACH.A.B. Region 4 (Post 820201). 91/09/09. CARNS.N.S. Entergy Operations, Inc.
4pp. 59113:119-59113:143.

-9109130198 Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-0815. Violations
noted but not cited.Major areas inspected: LERs.onsite followup of events.monthly
maint & bimonthly surveillance observations & operational safety verification.
WESTERMAN.T.F. Region 4 (Post 820201). 91/09/03. 21pp. 59113:123-59113:143.

9109180034 Forwards audit trip rept re pressurizer surge line thermal stratification,per
Bulletin 88-11 on 910507 & OS.Audit conducted to review status of C-E Owners Group
program on reanalysis of pressun'zer surge line.

PETERSON.S.R. Project Directorate IV-1. 91/09/11. CARNS.N.S. Entergy Operations,
Inc. 8pp. 59134:282-59134:289.

9109260010 Notification of contract execution.Task Order 43, "Electrical Distribution
Sys Functional Insp - ANO 2" awarded to AECLTechnologies.
MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527.
91/09/12. SCHWINK^W.S. Planning, Program & Management Support Branch (Post
870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 59221:001-
59221:008.

-9109280015 Ltr contract NRC-03-90-031,awarding Task Order 43, "Electrical Distribu-
tion Sys Functional Insp - ANO-2."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1527. 91/09/06.
SHIFLETT.D.R. AECL Technologies. 7pp. 59221:002-59221:008.

9109300156 Withdraws 890824,0914,22 & 900212 requests for relief from inservice insp
requirements of Sections III & XI of ASME Code covering fuel transfer tube & drain
pipe & gaskets to fuel transfer tube connection.

FISICARO.JJ. Entergy Operations, Inc. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 59253:007-59253:009.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3.

MCGAHA.J.R. Entergy Operations. Inc. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 13pp. 59029:340-59029:352.

9109100336 Forwards "Semiannual Radiological Effluent Release Rept, First & Second
Quarters 1991 .Arkansas Nuclear One.Units 1 & 2" & Rev 2 to 1012.003, "Solid Rad-
waste Mgt Process Control Program for Arkansas Nuclear One.Units 1 & 2."
FISICARO,J.J. Entergy Operations. Inc. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 2pp. 59061:290-59061:324.

-9109100338 "Semiannual Radiological Effluent Release Rept.First & Second Quarters
1991 .Arkansas Nuclear One.Units 1 & 2."
* Entergy Operations, Inc. 91/06/30. 25pp. 59061:292-59061:316.

9109200354 Monthly operating rept for Aug 1991 for Arkanses Nuclear One Unit 2.W/
910916 Itr.

WHITT,M.S..  FISICARO.JJ.  Entergy Operations,  Inc. 91/08/31.  7pp.  59174:160-
59174:166.

9109110043 Forwards annual rept containing description of reportable procedure &
design change made at facilities.per 10CFR50.59.

FISICARO.JJ. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu-
ment Control Desk). 138pp. 59086:141-59086:278.

V. Operator Examinations

9109200215 Notifies that operating license for MJ Wright should be terminated as of
910830.

FISICARO.JJ. Entergy Operations, Inc. 91/09/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 59156:180-59156:181.

DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

S109040448 Forwards public version of revised EPIPs RP/O/A/5700/00, "Classification
of Emergency," RP/O/A/5700/06, "Natural Disasters," RP/O/A/5700/08, "Release
of Toxic or Flammable Gases" & HP/O/B/1009/10.W/910826 release memo.
TUCKMAN.M.S. Duke Power Co. 91/08/14. Document Control Branch (Document
Control Desk). 3pp. 58982:019-58982:075.

-9109040460 Public version of EPIPs.including RP/O/A/5700/00, "Classification of
Emergency," RP/O/A/5700/06, "Natural Disasters," RP/O/A/5700/08, "Release of
Toxic or Flammable Gases" & HP/O/B/1009/10, "Releases of Radioactive...."
GILVERT.G.D. Duke Power Co. 91/08/05. 58pp. 58982:022-58982:075.

9109110238 Forwards public version of revised Crisis Mgt Implementing Procedures
(CMIP).including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to
CMIP-6 & Rev 45 to CMIP-7.

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document
Control Desk). 1 p. 59071:004-59071:258.

-9109110258   Public   version   of   revised   Crisis   Mgt   Implementing   Procedures
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-S.Rev 45 to
CMIP-6 & Rev 45 to CMIP-7.
HARRIS.R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258.

9109100168 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-3, "Off- Site Dose
Projections for McGuire Nuclear Station." W/910828 Itr.
TUCKMAN.M.S. Duke Power Co. 91 /Q8/28. 32pp. 59087:175-59087:206.

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations." W/910828 Itr.
TUCKMAN.IM.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348.

9109100191 Revised EPIPs.including HP/0/B/1009/06.HP/1/B/1009/15 & HP/2/B/
1009/15.W/910828 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/28. 60pp. 59083:082-59083:141.

9109190013 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-9, "Environ Monitor-
ing for Emergency Conditions at McGuire Nuclear Station." W/910912 Itr.
TUCKMAN.M.S.,   HARRIS.R.E.   Duke   Power   Co.   91/09/12.   37pp.   59141:130-
59141:166.

9109280043 Rev 33 to emergency plan.W/910919 Itr.
TUCKMAN,M.S. Duke Power Co. 91/09/19. 65pp. 59235:051-59235:117.59030:349.
